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ABSTRACT 


“1. Introduction 


Currently, research using various trace elements such as boron, manganese, vanadium, cobalt, or molybdenum is 
opening promising avenues in healing therapeutics. For example, the effectiveness of boric acid to improve the 
performance of wound dressings has been documented by several researchers whose incorporated this compound in 


fibroin/gelatin films [1], polyurethane sponges [2], and polyamide mats [3]. 


It was suggested that boric acid could promote the wound healing by a mechanism associated with the increased 
expression of the transformant growth factor beta (TGF-B) and the deposition of type I collagen [4]. Vanadium- 
based materials have proved to be effective antibacterials against antibiotic-resistant bacteria [5]. Manganese- 
doped zeolitic imidazolate framework 8 (ZIF-8) showed enzymatic activity due to the co-existence of Mn?+/Mn** 


ions regulating the inflammation in the wound healing process [6]. 


Moreover, manganese combined with silicon in manganese-doped calcium silicate promotes migration and 
proliferation of vascular endothelial cells and angiogenesis [7]. Also, a positive effect on the wound healing process 
has been reported for materials containing cobalt [8-10], and recently some researchers have proved the advantages 


of molybdenum-based biomaterials. 


Molybdenum is the only second transition series metal recognized as essential for living organisms. This element is 
not abundant in the earth's crust. However, it is present in practically all forms of life, and is of great importance in 
metabolic processes. Molybdenum is found in around a dozen enzyme systems and is involved in redox processes 


involving oxygen transfer and nitrogen fixation. Some of the enzyme systems that contain molybdenum are 
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nitrogenase, aldehyde oxidase, nitrate reductase, sulfite oxidase, xanthine oxidase, and formate dehydrogenase. 


Molybdenum is found in very low concentrations in almost all body fluids and tissues. It is considered an 
ultra-micro trace element, since in a 70 kg adult human there are around 0.005 g of this element. Regarding its 
metabolism, molybdenum is absorbed in the form of MoO,” anions relatively quickly and efficiently. Molybdenum 
in biological systems can vary its oxidation state from Mo (III) to Mo (VJ) and can be found with coordination 
numbers 4 and 6, generating tetrahedral and octahedral structures with oxygen and water molecules, respectively. 
Further, Mo-OH bonds have also been observed to form and break with relative ease, due to its high chemical 


lability associated with the electronegativity difference between molybdenum and oxygen [11]. 


Recently, molybdenum-based materials have been studied as biomaterials potentially applicable for tissue 
engineering and biomedical applications. For example, a MoO;-collagen scaffold was found to play an important 
role in all major events of wound healing such as adhesion, migration, proliferation, and angiogenesis. An in-vivo 
healing assay proved that the healing rate of animals treated with the MoOs;-collagen scaffold was comparatively 
faster [12]. In other work, it was demonstrated the immunomodulatory role of a Mo-containing material in dynamic 
signaling cascade of wound healing, enabling long-term stable macrophage modulation and leading to enhanced 
regeneration of multiple periodontal tissues in canines [13]. Also, molybdenum metal-organic frameworks (MOFs) 
synthesized from terephthalic acid and bis(2-hydroxyethyl) terephthalate ligands proved to be biocompatible 
promoting the proliferation of porcine skin fibroblasts, being potentially applicable for tissue engineering and 


wound healing [14]. 


The utility of collagen-based hydrogels as biomaterials capable to accelerate the wound healing process is well 
known. Also, it was reported that the semi-interpenetration of collagen-polyurethane hydrogels with 
polysaccharides enhances the biocompatibility and the physicochemical properties of these materials [15]. In a 
previous work, we studied the effect of the concentration of guar gum (GG) on the biocompatibility of 
semi-interpenetrating polymer networks (semi-IPNs) based on collagen-GG founding that as the concentration of 
GG increases the biocompatibility of the resulting hydrogels for porcine fibroblasts increases [16]. Further, we 
reported that the incorporation of the Zn(Atz)(Py) MOF in the collagen/guar gum hydrogel matrix improves the cell 
viability of fibroblasts as well as the antibacterial capacity [17]. This work aimed to study the effect of adding 
molybdenum-based MOFs (Mo-MOFs) (modifying the chemical structure of the amino acid such as phenylalanine, 
tryptophan, and histidine) on the in vitro biocompatibility of collagen-guar semi-IPN hydrogel, performing in vitro 


assays to evaluate their potential for wound healing applications. 
“2, Experimental 
2.1. Chemicals 


Ammonium heptamolybdate (((NH4)sMo07024°4H,O), 1,3,5-benzenetricarboxylic acid (BTC), L-histidine (His), 
L-trypthopan (Trp), L-phenylalanine (Phe), guar gum (extracted from Cyamopsis tetragonoloba, M,, = 220 kDa), 
and 3-(4,5-Dimethyl-2-thiazolyl)-2,5-diphenyl-2H-tetrazolium bromide (MTT) were purchased from Sigma- 
Aldrich Co., and they were used as received. Calcein acetoxymethyl ester (calcein-AM) was purchased from 


ThermoFischer Scientific. Collagen form porcine dermis was extracted by enzymatic hydrolysis with pepsin as 
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reported elsewhere (My, a, = 220 kDa, a= 110 kDa) [18]. A polyurethane crosslinker was prepared from 


1,6-hexamethylene diisocyanate and glycerol ethoxylate as reported elsewhere [19]. 
2.2. Synthesis of Mo-MOFS 


Mo-MOFs were synthesized by the hydrothermal method. For this, 1 mmol of ammonium heptamolybdate, 1 mmol 
of BTC, and 1 mmol of the suitable amino acid (Trp, Phe, or His) were mixed with magnetic stirring at room 
temperature. Then, the mixture was transferred to a Teflon-lined autoclave, and the reaction was carried out at 
120°C for 72 h. The colorless precipitate obtained from the reaction was filtered, rinsed with water, and dried at 


60°C. The obtained MOFs were labeled as Mo(Trp), Mo(Phe), or Mo(His) based on the amino acid used as ligand. 
2.3. Preparation of Composite Hydrogels 


Previously, a collagen solution (6 mg mL”) containing 1% wt. of MOF with respect to collagen, and guar gum 
solution (0.5 % wt.) were prepared. Composite hydrogels were prepared by mixing | mL of collagen solution and 
15 wL of polyurethane in a culture plate (used as a mold). After that, 120 wL of guar gum solution was added, and 
after mixing the pH was adjusted to 7 by adding 300 pL of phosphate buffered saline (PBS-10X). The reticulation 
reaction was carried out by heating at 37°C for 4 h to obtain the hydrogels, which were labeled as ColGG-Mo(Phe), 
ColGG-Mo(Trp), or ColGG-Mo(His) depending on the MOF used. For the comparison of results, a hydrogel 
formulation without MOF was prepared (ColGG). 


2.4. Characterization 


FTIR spectra were recorded using a Perkin-Elmer Frontier spectrophotometer equipped with a total attenuated 
reflectance accessory (ATR) with a spectral resolution of 4 cm''. Scanning electron microscopy was performed with 
a TOPCON SM-510 microscope operated at 10 kV. UV-Vis absorption measurements were performed with a 
ThermoScientific MultiSkan Sky spectrophotometer. Fluorescence microscopy observations were performed using 


a VELAB VE146YT microscope using a blue LASER as excitation source (A = 441 nm). 


For the determination of the swelling capacity, the mass of freshly prepared hydrogels was registered. Then, 
samples were dried at room temperature until obtain a constant mass, measurements were performed in triplicate. 


The swelling degree was calculated using Equation 1: 


Swelling degree (%) = om *100 (1) 


Where mo is the initial mass of hydrogels and m; is the mass of the dried hydrogel, respectively. 
The reticulation of semi-IPN hydrogels was analyzed reacting the polymeric matrixes with ninhydrin for 30 min at 
90 °C. The absorbance of the liquid phase obtained after completing the reaction was measured by 


spectrophotometry at 567 nm (samples were prepared in triplicate). Results were compared with unreticulated 


collagen, and the crosslinking degree was calculated with Equation 2: 


Crosslinking degree (%) = (1 - fees | *100 (2) 


Acollagen 


Where Agampie ANd Acottagen are the absorbances of solutions obtained after ninhydrin reacted with hydrogels or 


unreticulated collagen, respectively. 
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2.5. Evaluation of the in vitro biocompatibility 


The effect of the chemical structure of Mo-MOFs on the metabolic activity of porcine dermis fibroblasts growing in 
contact with hydrogels was evaluated by the MTT assay. For this, 150 wL of cell suspension (30 000 cells/mL) were 
seeded over hydrogels in polystyrene culture plates and incubated for 24 and 48 h at 37°C (samples were prepared 
in triplicate). PBS-1X was used as the positive control. At the evaluation time (24 or 48 h), 15 pL of 3-(4,5- 
dimetilthiazol-2-yl)-2,5-diphenyltetrazolium) solution (1% wt. in sterilized PBS-1X) was added and incubated for 2 
h more. After that, 1 mL of propan-2-ol was added to dissolve the resulting blue formazan crystals. Aliquots of 200 
uL were taken from the liquid medium and the absorbance was measured at 560 nm. Cell viability was calculated 
using Equation 3: 


Cell viability (%) = “@*100 (3) 


control 


Where Asampie 20d Acontro: represent the absorbances for each sample or formulation and PBS-1X, respectively. 


Values less than 60% cell viability are considered cytotoxic. 


The effect of the composition of Mo-MOFs on the proliferation of fibroblasts was studied by fluorescence 
microscopy. For this, 1 mL of fibroblasts culture (30 000 cells/mL) was mixed with 1 mL of leaches extracted from 
semi-IPN hydrogels and incubated at 37°C for 48 h. After incubation, cells were stained with calcein-AM, 
following the instructions provided by the supplier, PBS-1X was used as the control. Stained cells were transferred 


to a slide and were inspected with a fluorescence microscope. 
2.6. Encapsulation and Release of Porcine fibroblasts 


For the encapsulation of porcine dermis fibroblasts, hydrogels were prepared as described previously, but 200 wL of 
cell culture (30 000 cells/mL) was added to each hydrogel before carrying out the gelation. Then, hydrogels were 
placed in PBS-1X as releasing medium (10 mL per hydrogel), and then they were incubated at 37°C without 
stirring. Aliquots of the releasing medium were taken at different time intervals and the absorbance was measured at 


558 nm. The experiment was realized in triplicate. 
“= 3, Results and Discussions 
3.1. Analysis of the Chemical Structure 


The chemical structure of Mo-MOFs was analyzed by FTIR spectroscopy, and the acquired spectra are shown in 
Figure 1. They show some typical bands related to the BTC ligand due to the vC=O, vC-O, and aromatic vC-H 
vibrations in 1700, 1232, and 3027 cm’, respectively. The absorption bands in 900 and 734 cm'' were attributed to 
the Mo=O and Mo-O-Mo vibrations due to the molybdate cluster [20], which are evidence of the incorporation of 
molybdenum in the MOFs. In the region of 4000-3200 cm’, it was observed a weakening of the absorption bands 
due to vO-H and vN-H vibrations, which suggests that carboxylic acid and amino groups are involved in the 
coordination of the amino acid and BTC ligands with molybdenum. Only a well-defined band was observed in 3458 
cm’ in the spectrum of Mo(Trp) due to the vN-H stretching vibration from the indole moiety of Trp, which due to 


its low basicity is not involved in the coordination with molybdenum as occurring with the imidazole ring of His. 
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Figure 1. FTIR Spectra of Mo-MOFS 
3.2. Swelling and Reticulation Behavior of Composite hydrogels 


The effect of molybdenum-based MOFs on the swelling capacity of semi-IPN hydrogels is shown in Figure 2a. The 
ColGG matrix has a water-absorption capacity of 2651 + 125% showing a superabsorbent behavior. The addition of 
Mo(Phe) or Mo(Trp) increases the swelling capacity of the ColGG hydrogel up to 3663 + 150% for both materials. 
These results were unexpected due to the hydrophobic character of Phe and Trp conferred by the phenyl and indolyl 
moieties of each amino acid, respectively. However, hydrophobic repulsion effects allow the matrices to expand for 
higher absorption of water molecules. Conversely, the composite containing Mo(His) showed lower water- 
absorption capacity than ColGG although the hydrophilic character of the histidine, indicating that this MOF has 


better miscibility with the polymeric network, not expanding the chains to improve their swelling. 


Figure 2b shows the effect of Mo-MOFs on the reticulation of the ColGG matrix. They increased the reticulation by 
physicochemical crosslinking involving the formation of covalent bonds and non-covalent interactions such as 
electrostatic attraction and hydrogen bonding. The covalent reticulation results from the reaction between amino 
groups occurring in collagen with isocyanate groups occurring in the polyurethane forming urea groups. The 
physical reticulation involves the electrostatic attraction between negatively charged carboxylate groups occurring 
in MOFs with positively charged protonated amino groups occurring in collagen (acid-base interaction). Also, the 


hydrogen bonding between amino, hydroxyl, and carboxylic acid groups contributes to increase the reticulation. 
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Figure 2. (a) Water-absorption capacity, and (b) Reticulation degree of ColGG-Mo-MOF Composites 
3.3. Microstructural Analysis 


SEM images reveal the obtaining of porous structures with granular agglomerates resulting from the 
semi-interpenetration of the collagen-polyurethane matrix with guar gum (Figure 3). This kind of microstructure is 
highly desirable for biomaterials because matrixes with interconnected porosity have the function as a scaffold 
where cells adhere and lodge to carry out their vital functions. The chemical structure of the molybdenum-based 
metal-organic frameworks generates homogeneous surfaces characterized by this porosity. Larger pore size (12 
uum) is appreciated for the ColGG-Mo(Trp) composite, which evidences the repulsion of the polymeric chains 


increasing their water adsorption. 


Figure 3. SEM Images Acquired for (a) ColGG, (b) ColGG-Mo(Trp), (c) ColGG-Mo(His), and (d) 
ColGG-Mo(Phe) - (Scale Bar Equals 10 um) 
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3.4. Degradation Behavior 


Figure 4 shows the degradation profiles of the composite hydrogels containing Mo-MOFs. At pH 5, it is observed 
that only Mo(His) is able to retard the degradation process, which occurs mainly by acid hydrolysis of the peptide 
bond occurring in collagen and urethane groups from collagen. The imidazole ring has a basic character, and it can 
neutralize the acid medium, retarding the degradation process. After 15 days of contact, a residual mass equivalent 
to 40% is obtained for ColGG-Mo(His). At pH 7 (PBS-1X), the hydrogels are completely degraded by hydrolysis. 
The degradation rate decreases in the order ColGG-Mo(Phe) < ColGG-Mo(His) < ColGG-Mo(Trp) < ColGG, 
showing that Mo(Phe) is the best MOF to retard the degradation of the polymer matrix at this pH. This is associated 
with the fact that the aromatic ring in phenylalanine is more hydrophilic and acid, which slows down the hydrolysis 
reactions of this type of biomaterial. The pHs tested in this experiment are typically found in wounds, indicating 
that the biomaterials show modulation of the rate of degradation. Adapting the rate of degradation as new tissue is 


formed is important in tissue engineering strategies to avoid the formation of defective tissue. 


Fa | 100 —8—CoIGG | 100 —a-— CoIGG 
—— CoIGG-Mo(Trp) —#— CoIGG-Mo(Trp) 
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Figure 4. Degradation Profiles for Composite Hydrogels in Hydrolitic Medium: (a) pH = 5 and (b) pH =7 
3.5. Cell Viability and Proliferation 


Results obtained from the MTT assay are shown in Figure 5. After 24 h of incubation, the cell viability is higher 
than 72 + 5% for all tested materials showing that they have no cytotoxic character for porcine fibroblasts, and thus 
they are biocompatible. Results show that Mo-MOFs increase to a certain degree the viability of fibroblasts 
showing that the release of MoO,” ions by MOFs stimulates positively the cell metabolism. However, the 
differences observed between each formulation suggest a differential effect caused by the chemical composition of 
each MOF associated with the amino acid. In this sense, the best results are obtained with Mo(Trp). Previously, it 
was reported that Trp has a positive effect at the molecular level on the wound healing process by interacting with 
the aryl hydrocarbon receptor which is involved in the wound healing process [21]. The topical application of Trp in 
post-burn wound models showed improved healing represented by smaller wound length, wound area, and 
increased wound cellularity in a tryptophan-treated group [22]. In other work, it was reported that the Trp 
administration inhibited the secretion of the tumor necrosis factor alfa (TNF-a) normalizing the inflammatory 
response of chronically stressed mice. Also, Trp decreases lipid peroxidation and improves myofibroblast 


differentiation, collagen deposition, re-epithelialization, and wound contraction [23]. In counterpart, reports of 
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similar activities for Phe and His have been not found. Thus, we can assume that Mo(Trp) is the best MOF for 


wound healing applications. Considering the antibacterial activity of the imidazole ring, Mo(His) could confer 
antibacterial properties to the ColGG hydrogel. However, it is necessary to perform the appropriate study to prove 


this hypothesis. 


ColGG-Mo(Phe) 


ColGG-Mo(His) 


ColGG-Mo(Trp) 


Cell viability (%) 
Figure 5. Viability of Porcine Dermis Fibroblasts 


The images acquired by fluorescence microscopy of fibroblasts growing in contact with leaches extracted from 
composite hydrogels are shown in Figure 6. They reveal that ColGG and ColGG-Mo(Trp) are suitable to allow cell 
proliferation in the scaffold, forming dense populations of fibroblasts in contact with the degradation products of 
composite hydrogels, indicating again that this type of novel composite hydrogels are not cytotoxic for this type of 
cells important in the process of tissue remodeling and construction. These materials present noticeable 


enhancements compared to the control (PBS-1X), confirming the improvement of the in vitro biocompatibility 


caused by Mo(Trp). 


Figure 6. Proliferation of Porcine Dermis Fibroblasts Growing in contact with (a) PBS, and Leaches Extracted 


from (b) ColGG, (c) ColGG-Mo(Phe), (d) ColGG-Mo(His), (e) ColGG-Mo(Trp) - (The scale bar is equal to 1 um) 
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3.6. Fibroblast Release Profiles 


To evaluate the applicability of hydrogels containing Mo-MOFs as cell carriers, releasing profiles of fibroblast 
were constructed and they are shown in Figure 7. For all samples, it was observed that the optical density of the 
medium does not increase significantly, showing that fibroblasts tend to remain in the hydrogel matrix. This is 
associated with the fact that the fibroblasts are strongly adhered to the porous surfaces of these novel hydrogels, 
preventing their detachment under physiological release conditions. Changing the release medium to acid, alkaline 
or proteolytic could benefit the release of this type of cells, so that they could become target cells in localized 
wounds, thus optimizing the healing process. Thus, these materials are not suitable as cell carriers, but they are ideal 


as cell scaffolds considering the high in vitro biocompatibility observed previously. 
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Figure 7. Fibroblast Release Profiles in PBS-1X (Physiological Condition) 
= 4, Conclusion 


The addition of Mo-MOFs to the ColGG hydrogel matrix allowed to modulate the physicochemical characteristics 
and the in vitro biocompatibility of the resulting composite hydrogels. Mo(Trp) was the best MOF to achieve the 
desired properties, observing a high water absorption capacity with a high reticulation degree, and the formation of 
a granular and porous microstructure suitable for cell adhesion. The MTT assay proved that the ColGG-Mo(Trp) 
composite increased the viability of porcine dermis fibroblasts allowing their proliferation. Considering the 
characteristics of ColGG-Mo(Trp) this composite hydrogel could be useful as a cell scaffold for tissue engineering 


and wound healing applications as wound dressings. 
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